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lo The following instrumnts are at present being developed at OSH: 

a, UeberlagorungaxjellonnQQser Ar 3 bis 10 cn $ Typo 2576; drawing IT r. G 274 
(Construction is completed). 

b. Go rfiuschnoes sender ^ s 3 cm nit neu ontwickelior Hauechdlode > drawing Hr* G 296c. 
e* Prftfgorftt fttr ' Dete&toren in Hiechschaltung 3*2 cn; drawing ITr* G 307. 

d* Prilfgex€t fdr Detektoren in ITischschaltung Ar 10 cm 4 
Qu .Ccheimddorstandsnassgeraet fttr Detektoren A z c cm. 

f „ Kathodonst rahlossillograph ? a further development of G 36 * Type 2396; drawing 
Hr* G 290c 

Klirrfalrfcomesoer; drawing Nr* G 295 (Construction is completed) * 

In Glitofaldioraesser ^2 3 cm; drawing Hr. G 291 (OSH 2644)* 

i. Gfttefaktomessar ^-10 cn; drawing Nr* G 285. 

k '-1 

3 u Gerdusc’nnosssender A £ 10 cn; drawing Hr* G 283 (OGH 264 c)* ^ 

k 0 Iloldrataatjollenraosser ^ - 3*4 cm; drawing Nr* G 281* 

1* Ferrograph; drawing Nr* G 280 (0 OH 2656). • 

ru FornsGhenpf&ngar, 12 tf Bildrdhre; drawing Nr* G 286. 

n. Peilrahnen (belongs to field intensity re ter); drawing Nr* G 297 o ‘ 









